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UNCLAS VIENNA 07794 

USIAEA 

DEPT PASS IO/SCT 

DOE PASS AMMONS AND MCCLARY, IA 
E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TGEN 

SUBJECT: IAEA ADVISORY GROUP ON INSTRUMENTATION 
FOR NUCLEAR MEDICINE IN DEVELOPING COUNTRIES, 

NOVEMBER 13-16, 1978 

1 . MISSION HAS RECEIVED AGENCY LETTER NOTING THAT 
SUBJECT MEETING WILL BE CONVENED TO REVIEW 
APPLICATIONS OF INSTRUMENTATION FOR IN-VIVO 
MEASUREMENTS, SPECIFICALLY IMAGING INSTRUMENTS AND 
PROBE SYSTEMS, WHICH ARE MOST COMMONLY PERFORMED IN 
DEVELOPING COUNTRIES; TO CONSIDER WHAT DESIGN 
CHARACTERISTICS ARE MOST ESSENTIAL FOR EFFECTIVE 
PERFORMANCE OF THESE TASKS GIVEN THE ENVIRONMENTAL. 

FINANCIAL AND RADIOPHARMACEUTICAL CONSTRAINTS 
EXPECTED; TO REVIEW IN THE FOREGOING LIGHT THE 
CHARACTERISTICS OF CURRENTLY AVAILABLE INSTRUMENTS; 
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AND TO ADVISE WHAT INITIATIVES THE AGENCY MIGHT TAKE 
TO FACILITATE ACQUISITION OF THE MOST APPROPRIATE 
INSTRUMENTS IN DEVELOPING COUNTRY LABORATORIES. 

2. AGENCY INVITES NOMINATION OF TWO U.S. EXPERTS TO 
PARTICIPATE IN THIS MEETING AT AGENCY EXPENSE, AND IN 
THIS CONNECTION, SUGGESTS MR. A. B. BRILL, SCHOOL OF 
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MEDICINE, VANDERBILT UNIVERSITY, NASHVILLE, 

TENNESSEE, AND MR. G. J. HINE, 260 28TH STREET, 

BOULDER, COLORADO, AS EXCEPTIONALLY WELL QUALIFIED 
EXPERTS FOR THIS PURPOSE. 

3. AGENCY WOULD APPRECIATE RESPONSE ASAP, IN ORDER 
TO CORRESPOND DIRECTLY WITH EXPERTS RE PLANS FOR THIS 
MEETING. 

4. COPY OF AGENCY LETTER POUCHED MCCLARY/DOE. 

PLEASE ADVISE. KIRK 
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